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ZONING INFORMATION 

DISTRICT: VEHICULAR ORIEUTEO BUSINESS (B4) 

PERMITTED USES: RESTAURANT UNDER 2.000 SF IS NOT PERMITTED; 

RESTAURANT OVER 2,000 SF REQUIRES A SPECIAL PERMIT; 

SEE TABLE IN SECTION 5.04 OF ARLINGTON ZONING CODE FOR 
ADDITIONAL PERMITTED USES. 

♦‘ZONING INFORMATION OBTAINED FROM 'ZONING CERTIFICATE”, PREPARED BY 
ZONING SOLUTIONS. INC.. AND DATEO JUNE 16. 2014. 
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UTILITY INFORMATION STATEMENT 


1. THE SUB-SURFACE UTILITY INFORMATION SHOWN HEREON IS COMPILED BASED ON FIELD 
SURVEY INFORMATION. RECORD INFORMATION AS SUPPLIED BY THE APPROPRIATE UTILITY 
COMPANIES, AMD PLAN INFORMATION SUPPUED BY THE CLIENT, IF ANY; THEREFORE WE 
CANNOT GUARANTEE THE ACCURACY OF SAID COMPILED SUB-SURFACE INFORMATION TO ANY 
CERTAIN DEGREE OF STATED TOLERANCE. ONLY PHYSICALLY LOCATED SUB-SURFACE UTILITY 
FEATURES FALL WITHIN NORMAL STANDARD OF CARE ACCURACIES. 

2. THE LOCATIONS OF UNDERGROUND PIPES, CONDUITS, AMD STRUCTURES HAVE BEEN 
DETERMINED FROM SAID INFORMATION, AMD ARE APPROXIMATE ONLY. COMPILED LOCATIONS OF 
ANY UNDERGROUND STRUCTURES. NOT VISIBLY OBSERVED AND LOCATED, CAM VARY FROM 
THEIR ACTUAL LOCATIONS. 

3. ADDITIONAL BURIED UTILITIES/STRUCTURES MAY BE ENCOUNTERED. 

4. THE STATUS OF UTILITIES, WHETHER ACTIVE, ABANDONED. OR REMOVED, IS AM UNKNOWN 
CONDITION AS FAR AS OUR COMPILATION OF THIS INFORMATION. 

5. IT IS INCUMBENT UPON INDIVIDUALS USING THIS INFORMATION TO UNDERSTAND THAT 
COMPILING UTILITY INFORMATION IS NOT EXACT, AND IS SUBJECT TO CHANGE BASED UPON 
VARYING PLAN INFORMATION RECEIVED AMD ACTUAL LOCATIONS. 

6. THE ACCURACY OF MEASURED UTILITY INVERTS AND PIPE SIZES IS SUBJECT TO FIELD 
CONDITIONS, THE ABILITY TO MAKE VISUAL OBSERVATIONS, DIRECT ACCESS TO THE VARIOUS 
ELEMENTS AND OTHER MATTERS. 

7. THE PROPER UTILITY ENGINEERING/COMPANY SHOULD BE CONSULTED AND THE ACTUAL 
LOCATIONS OF SUBSURFACE STRUCTURES SHOULD BE VERIFIED IN THE FIELD (V.I.F.) BEFORE 
PLANNING FUTURE CONNECTIONS. CONTACT THE DIG SAFE CALL CENTER AT 1-888-344-7233, 
SEVENTY-TWO HOURS PRIOR TO EXCAVATION, BLASTING, GRADING, AND/OR PAVING. 


* c 

i 

1 

f"" BROADWAY 



(PUBLIC-64’ WIDE) 

-S-6-G-j—■ 


-6’G-- : -6’G 



TABLE A ITEMS: 

3. THE PARCEL SHOWN HEREON LIES WITHIN A ZONE "X“ (AREAS 
DETERMINED TO BE OUTSIDE OF THE 0.2% CHANCE ANNUAL 
FLOODPLAIN) AS SHOWN ON THE FLOOD INSURANCE RATE MAP FOR 
MIDDLESEX COUNTY, MASSACHUSETTS. 

COMMUNITY PANEL MO. 250I7C0417E, EFFECTIVE DATE: JUNE 4, 2010. 

16. THERE WAS NO SURFACE EVIDENCE OF BUILDING CONSTRUCTION AT 
THE TIME OF THE SURVEY. 

17. TO THE BEST OF OUR KNOWLEDGE THERE ARE MO PROPOSED 
CHANGES TO THE ABUTTING RIGHT-OF-WAY LINES. 

18. THERE WAS NOT SURFACE EVIDENCE OF THE SITE BEING USED AS A 
SOLID WASTE DUMP AT THE TIME OF THE SURVEY. 

19. WETLANDS DO NOT APPEAR TO BE PRESENT ON SITE BASED ON 
INFORMATION AVAILABLE AT THE MASSACHUSETTS DEPARTMENT OF 
ENVIRONMENTAL PROTECTION. THE PRESENCE OF WETLANDS HAS NOT 
BEEN CONFIRMED BY AM ENVIRONMENTAL SCIENTIST TRAINED IN THE 
IDENTIFICATION OF WETLANDS. 


EXHIBITA 

A CERTAIN PARCEL OF LAND SITUATEO IN ARLINGTON. MIODLESEX COUNTY. 
MASSACHUSETTS. WITH THE BUILDINGS THEREON, BEING SHOWN AS LOT 1 ON A 
PLAN ENTITLED "SUB-DIVISION OF LAND IN ARLINGTON. MASSACHUSETTS’, DATED 
FEBRUARY. 1952 JOS. J. SULLIVAN, C.E., RECOROEO WITH MIDDLESEX SOUTH 
DISTRICT DEEDS. BOOK 7865 PAGE 553, AND BEING BOUNDED AND DESCRIBED AS 
FOLLOWS: 

NORTHEASTERLY BY LAND OF THE TOWN OF ARLINGTON. NINETY (90) FEET; 

SOUTHEASTERLY BY LOT 2 AS SHOWN ON SAID PLAN. ONE HUNDRED TWENTY /JID 
01/100 (120.01) FEET; 

SOUTHWESTERLY BY BROADWAY AS SHOWN ON SAID PLAN. NINETY (90) FEET; ANO 

NORTHWESTERLY BY EVERETT STREET AS SHOWN ON SAID PUN. ONE HUMORED 
TWENTY /NO 01/100 (120.01) FEET. 

CONTAINING 10,800 SQUARE FEET OF LAND ACCORDING TO SAID PLAN. 

SCHEOULE EJ-EXCEPT10NS 

SCHEDULE B Or THE POUCY OR POUCIES TO BE ISSUEO V.11L CONTAIN EXCEPTIONS TO THE 
FOLLOWNG MATTERS UNLESS THE SAME ARE DISPOSED OF TO THE SATISFACTION OF THE 
COMPANY: 

NOTE: THIS POUCY OVJTS ANY COVENANTS, CONDITIONS OR RES1RICT10NS REFERRED TO BELOW. 

IF ANY, BASED UPON RACE. COLOR. RELIGION, SEX. SEXUAL ORIENTATION, FAMILIAL STATUS. 
MARITAL STATUS, LIS ABILITY, HANDICAP, NATIONAL ORIGIN. ANCESTRY. OR SOURCE OF INCOME. 

AS SET FORTH IN APPUCABLE STATE OR FEDERAL LAW. EXCEPT TO THE EXTENT THAT SAID 
COVENANTS, CONDITIONS OR RESTRICTIONS ARE PERMITTED BY APPUCAELE STATE OR FEDERAL 
LAW. 

1. DEFECTS. UENS, ENCUMBRANCES, ADVERSE CLAIMS OR OTHER MATTERS, IF ANY, CREATED 
FIRST APPEARING IN THE PUBLIC RECORDS CR ATTACHING SUBSEQUENT TO THE EFFECTIVE DATE 
HEREOF. BUT PRIOR TO THE DATE OF THE PROPOSED INSURED ACQU-RES FCfl VALUE OF RECORO 
THE ESTATE OR INTEREST OR UORTGAC-E THEREON COVEREO BY THIS COV.HTMENT. 

2. RIGHTS OR CLAWS OF PARTIES IN POSSESSION. 

3. THE FOLLOWING HATTERS SHOWN ON FLAN OF SURVEY ENTITLED 'TOPOGRAPHIC PLAN OF 
LAND 117 BROAOY/AY ARUNGTON. MASSACHUSETTS’ PREPARED FOR: HOUSING CORPORATION Cf 
ARLINGTON DATEO FEBRUARY 19. 2014 SCALE 1* = 20* PROJECT 1027 BY KITSCH ENG’NEERING: 


B. POSSIBLE ENCROACHUQIT OF 6 - CHAIN UNK FENCE ANO OTHER FENCE OVER BOUNDARY WITH 
LAND N/F HOY/AfiD C. JR. & PAULY IE E. WADDLE: 


4. ANY UEN. OR RIGHT TO A UEN. FOR SERVICES, LABOR OR MATERIALS HERETOFORE OR 
HEREAFTER FURNISHED; IMPOSED BY LAW ANO NOT SHOWN BY THE FUBUC RECORDS. (NOT A 
SURVEY MATTER) 

5. SUCH MATTERS AS WOULD EE DISCLOSED BY A CURRENT CERTIFICATE OF MUNICIPAL UENS. 
NOTE(l): ITEMS 2 ANO 4 V.1LL BE REVISED OR DELETEO UPON RECEIPT OF A SATISFACTORY 
AFFIDAVIT AS TO PARTIES IN POSSESSION AND MECHANICS’ LIENS. ITEM 3 WILL BE DELETEO CR 
REV1SE0 UPON RECEIPT OF A SATISFACTORY SURVEY AND SURVEYOR'S REPORT. ITEM 5 Y.iLL EE 
REVISED UPON RECEIPT OF CERTIFICATE CF MUNICIPAL LIENS. (NOT A SURVEY MATTER) 

6. TAKING BY THE TOWN OF ARLINGTON FOR THE UYOUT OF EVERETT STREET, RECORDED AT 
BOOK 10509 PAGE 483. (EVERETT STREET AS SHOWN ON THE SURVEY). 

7. ORDER FOR S'DEWALK CONSTRUCTION BY THE TOWN OF ARLINGTON, RECORDED AT BOOK 
13305 PAGE 17. (NOT PLOTTAELE) 


TO; HOUSING CORPORATION OF ARLINGTON, A MASSACHUSETTS NONPROFIT CORPORATION, 
FIDELITY NATIONAL TITLE INSURANCE COMPANY AND TOGETHER WITH THEIR SUCCESSORS AND/OR 
ASSIGNS; AND LEADER BANK, N.A.: 

THIS IS TO CERTIFY THAT THIS MAP OR PLAT AND THE SURVEY ON WHICH IT IS BASEO 
WERE MADE IN ACCORDANCE WITH THE 2011 MINIMUM STANDARO DETAIL REQUIREMENTS 
FOR ALTA/ACSM LAND TITLE SURVEYS. JOINTLY ESTABUSHED AND ADOPTED BY ALTA 
AND NSPS, AND INCLUDES ITEMS 2, 3, 4, 6, 7(b)(1), 8, 9. 11(a), 13. 14, AMD 16-19 OF 
TABLE A THEREOF. THE FIELD WORK Y/AS COMPLETED ON 2/19/2014. 


FIDELITY NATIONAL TITLE INSURANCE COMPANY 
COMMITMENT FILE NO. 14-OOTi TN-FN 
EFFECTIVE DATE: FEBRUARY 13, 2014 
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GENERAL NOTES 

THESE NOTES APPLY TO EVERYTHING IN THE DRAWINGS TO THE LEFT. 


NUMBERED NOTES 

1. THESE NOTES APPLY TO SPECIFIC ELEMENTS IN THE DRAWINGS TO THE LEFT. 
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